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Message Text 


CONFIDENTIAL 

PAGE 01 LIBREV 01184 021648Z 

42 

ACTION OC-05 

INFO OCT-01 AF-06 ISO-OO CCO-OO SY-05 /017 W 

056063 

P 021500Z AUG 75 

FM AMEMBASSY LIBREVILLE 

TO SECSTATE WASHDC PRIORITY 6698 

CONFIDENTIAL LIBREVILLE 1 184 

E.O. 11652: GDS 
TAGS: ACOM ASEC 

SUB J : UNSECURED C&R VAULT DOOR 

DEPT FOR OC/S 

1. ON JULY 29 AT 1915, THE MARINE GUARD DISCOVERED 
THE C&R VAULT DOOR CLOSED BUT NOT LOCKED. THE DOOR 
WAS NOT LOCKED BY THE TDY SEABEE WHO WAS WORKING AFTER 
HOURS ON THE WATTS INSTALLATION. 

2. INQUIRIES BY THE CRO, PSO AND RSO DETERMINED THAT 
THERE WAS NO COMPROMISE, AS MSG AND SEABEE WERE ONLY 
PERSONNEL IN BUILDING. ALL REPOSITORIES CONTAINING COMSEC 
MATERIAL WERE SECURED. 

3. JF-1 1 WAS ISSUED, JF-12 AND FS-507 WERE COMPLETED AND ARE 
BEING FORWARDED TO THE DEPARTMENT. 

4. DELAY IN TELEGRAPHIC REPORTING WAS DUE TO LUANDA COMMUNICA- 
TIONS SITUATION, WATTS INSTALLATION RENOVATION AND SCHEDULED 
ARRIVAL OF RSO/KINSHASA FOR DETERMINATION. 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: SmithRJ 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LIBREV01 184 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750267-0961 
From: LIBREVILLE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750887/aaaacyns.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 AUG 2003 by MartinML>; APPROVED <09 DEC 2003 by SmithRJ> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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